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with determination on that part where there was no trench or pro-
tection, and there those who were defending it killed some English.
The enemy killed Juan Gosme de la Sala, ensign to Captain Alonso
Bravo, and three other men of his company and wounded Captain
Alonso Bravo in six places, overpowered him and took him prisoner,
as they did two other soldiers whom it is well known that they
captured.
At this juncture the Indians and free negroes began to run, and
the soldiers as well. The governor, who was near there . . . called
upon them to stop and to fight, which was of no avail . . . enemies
met no resistance . . . Those who should have defended it entered
into this (city?) ... in disorder nor stopped running . . . fleeing to
cross San Francisco bridge which is the exit from it... pell-mell and
all at once.
The governor and all the horse were there at the bridge . . . horse
accomplished nothing whatever although Pedro (Coronado?) . . .
was one of them who came off badly wounded and Alvaro de Mend
(oza, camp-) master, despite the fact that he is a man of 80 years,
went out to meet the English when they came in by the Caleta.
They seized his horse by the reins and wounded him in the face and
beat him up. They did not kill him., they said, because he was old
and it would be a pity. The camp-master struck with his blade at
the E(nglishman) who had hold of his horse's reins; he let go his
hold, and the horse , . . master from among the enemy, who took
possession... daybreak.
Captain Martin (Polo?) . . . with his men . . . position to which
the governor assigned him . . . realizing from the firing in the city
that the enemy . . . came up with fifteen men, for the rest had
(deserted?) him, and entered the city as far as the market-place
where many English were. They fired some harquebus shots at him.
When they tried to cut off his retreat he -withdrew to the bridge.
The enemy followed and killed two of his men. By this time there
was not a man of ours left in the city.
From the sea seven enemy pinnaces tried to enter by the channel
to the city's wharf. The fort fired some pieces of artillery at them,
but did them no damage. Nevertheless this and the chain prevented
these pinnaces from getting in. They withdrew.
These things having occurred, Don Pedro Vique sent an order to
the galleys (p. 6) to break for the sea. They tried to do this but were
unable, because of the lack of water, for it was low tide. Rumour
spread among the soldiers and crews that they were being taken out
like sheep to the slaughter. The soldiers leaped into the boats to go